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Public  Health  Department, 
Council  Offices, 
Connah's  Quay. 


To  the  Chairman  and  Members  of  the 

URBAN  DISTRICT  COUNCIL  OF  CO  MAH'S  QUAY.  - 8 AUG.  1363 

Lady  and  Gentlemen, 

I have  the  honour  to  present  to  you  my  Annual  Report  on  the 
health  of  the  Connah's  Quay  Urban  District  for  the  year  1962. 

The  estimated  population  for  mid-year  1962  is  8,630  an  increase 
of  240  on  the  figure  for  1961.  The  birth  and  death  rates  are  based  on 
this  estimated  mid-year  population. 

For  estimating  birth  and  death  rates  for  comparison  with  rates 
from  other  districts  and  the  rates  for  England  and  Wales,  a 
comparability  factor  is  given  by  the  Registrar  General,  allowance 
being  made  for  the  age  and  sex  distribution  in  the  district.  This 
factor  in  1962  being  0.94  for  births  and  I.4O  for  deaths. 

The  total  number  of  births  during  1962  was  176  giving  an 
adjusted  birth  rate  of  19.2  per  1,000  population,  as  compared 
with  a rate  of  20.6  in  1961  and  with  the  birth  rate  of  18.0  for 
England  and  Wales  for  1962. 

The  number  of  deaths  during  the  year  was  8l  as  compared  with  75 
in  1961,  giving  a death  rate  of  13*1  per  1,000  population  as 
compared  with  a rate  of  12.5  for  the  district  in  1961,  and  a rate  of 
11.9  for  England  and  Wales  for  the  year  under  review. 

There  were  2 deaths  of  infants  under  1 year  of  age  during  1962 
of  whom  1 was  aged  under  1 week  at  death,  giving  a rato  of  11. 4 
per  1,000  live  births,  compared  with  a rate  of  20.7  per  1,000  live 
births  for  England  and  Wales  during  the  year,  and  a rate  of  27.0 
per  1,000  live  births  in  this  District  during  1961. 

Of  the  8l  deaths  during  the  year,  48  occurred  from  disease 
of  the  heart  and  circulatory  system,  i.e.,  59*3 % of  all  deaths. 

Cancer  accounted  for  12  deaths,  i.e.,  14.8$  of  all  deaths.  Bronchitis, 
pneumonia  and  other  respiratory  diseases  accounted  for  12  deaths  i.e., 
14*8$  of  all  deaths.  So  that  these  3 main  groups  of  disease  i.e., 
disease  of  the  heart  and  circulatory  system,  cancer  and  respiratory 
infections  accounted  for  88.9$  of  the  deaths. 

There  was  1 death  from  pulmonary  tuberculosis  compared  'with  a 
death  rate  for  England  and  Wales  of  59  per  1,000,000  population  for 
respiratory  tuberculosis  and  7 per  1,000,000  population  for  other 
forms  of  tuberculosis. 
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There  were  2 deaths  due  to  cancer  of  the  lungs  and  bronchus, 
giving  a death  rate  of  232  per  1,000,000  population  compared  with  a 
rate  of  5 60  per  1,000,000  population  for  England  and  Wales 5 and  10 
deaths  from  other  forms  of  cancer  giving  a death  rate  of  1159  per 
1,000,000  population  compared  with  a death  rate  of  1667  per  1,000,000 
population  for  England  and  Wales. 

There  was  a decrease  in  the  fresh  cases  of  tuberculosis 
notified  during  the  year,  4 in  1961  to  2 in  the  year  under  review, 
and  during  1962  notifications  were  received  of  20  cases  of  pneumonia 
and  3 cases  of  scarlet  fever. 

The  milk,  ice-cream,  water  and  swimming  bath  samples  taken 
during  the  year  were  satisfactory. 

To  conclude  Lady  and  Gentlemen,  I must  thank  all  members  of 
your  Health  Committee  for  their  continued  support,  and  in  particular 
your  Chairman,  Councillor  Mr.  Morley  Thomas,  who  was  particularly 
helpful  during  the  year.  I should  also  like  to  thank  your  Clerk  Mr. 

L.  Williams  and  indeed  all  your  Officials,  who  gave  me  their 
continued  and  willing  help  during  the  year. 

I should  like  to  take  this  opportunity  of  placing  on  record  my 
thanks  to  your  Public  Health  Inspector,  Mr.  C.  Stoddard,  for  his 
help  during  the  year. 


I am,  Lady  and  Gentlemen, 


Your  obedient  Servant, 


A.  CATHCART. 


Medical  Officer  of  Health. 
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SECTION  A. 


' STATISTIC  &•  SOCIAL  CONDITIONS.  OF 
THE  AREA. 


Area............. 4j2l8  acres 

Population.. 8,630 

Rateable  Value..... £.669  ? 384- 

Product  of  Penny  Rate £2,780 


SOCIAL  CONDITIONS. 

The  Urban  District  of  Connah’ s Quay  is  on  the  South  West  Bank 
of  the  River  Dee. 

The  climate  is  temperate  in  all  seasons,  making  the  winter 
somewhat  mild  and  giving  the  district  a healthy  aspect. 


There  is  very  little  unemployment  in  the  district. 
VITAL  STATISTICS. 


1959 

I960 

1961 

1962 

M F 

M F 

M F 

M F 

Live  births  183 

185 

185 

176 

Legitimate 

89  90 

89  91 

90  88 

rH 

OO 

CTn 

OO 

Illegitimate 

3 1 

2 3 

2 5 

1 5 

BIRTH  RATE  PER  1,000  POPULATION. 



Connah ’ s Quay 

...  21.6 

21.4 

20.6 

19.2 

England  & Wales 

16.5 

17.1 

17.4 

18.0 

STILL  BIRTHS s RATE  PER  1, 

,000  LIVE  & 

STILL  BIRTHS. 

Connah’ s Quay. 

10.3 

26.3 

25.0 

22.2 

England  & Wales 

20.7 

19-7 

18.7 

18.1 

DEATH  RATE  OP  INFANTS  UNDER  1 YEAR  PER  1,000  LIVE  BIRTHS. 

Connah’ s Quay 

32.8 

43.2 

27.0 

11.4 

England  & Wales 

22.0 

21.7 

21.4 

20.7 

DEATHS  FROM  ALL  CAUSES. 

Total 

69 

77 

75 

81 

Connah’ s Quay  - rate 

11.9 

13.2 

12.5 

13.1 

England  & Wales  - rate 

11.6 

11.5 

12.0 

11.9 
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COMPARATIVE 

TABLE  OF  BIRTH  RATES. 
Connah’s  Quay. 

England  & Wales 

1957 

. . . V . 

14.3 

16.1 

1958 

• - 

19.2 

I6.4 

1959 

21.6 

I6.5 

I960 

21.4 

17.1 

1961 

20.6 

17.4 

1962 

19.2 

18.0 

Year. 

COMPARATIVE 

TABLE  OF  DEATH  RATES. 
Conna-h-'  s-  Quay. 

England  & Wales, 

1957 

12.0 

11.7 

1958 

12.7 

11.5 

1959 

12.4 

11.7 

I960 

■ 

13.2- 

11.5 

.1961 

12.5 

12.0 

1962 

1-3.1  - • 

11.9 

Male  Female  Total. 

Number  of  deaths  from  all  causes  49  32  8l 

Deaths  from  Cancer  of  the  Lungs  & Bronchus  2 - 2 


Deaths  from  other  forms  of  Cancer 


2 
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DEATHS  1962 


.Male . 

Female. 

Total 

Tubs rcul osi  s , He s pi rat ory . 

— 

1 

1 

Tuberculosis,  other. 

- 

- 

- 

Sy  phi  1 i t i c Di  se  a oe . 

- 

- 

- 

Diphtheria  . 

- 

- 

- 

Who  oping  C or.  gh , 

- 

- 

- 

Me ningococcal  Infections. 

- 

- 

- 

Acute  Poliomyelitis* 

- 

- 

- 

Measles. 

- 

- 

- 

Other  Infective  & Parasitic  Diseases. 

- 

- 

- 

Malignant  Neoplasm,  Stomach. 

- 

2 

2 

Malignant  Neoplasm,  Lung,  Bronchus. 

2 

- 

•2 

Malignant  Neoplasm,  Breast. 

- 

2 

2 

Malignant  Neoplasm,  Uterus. 

- 

- 

- 

Other  Malignant  1 Lymphatic  Neoplasms. 

2 

4 

6 

Lcuhuemia,  Aieveiaemia. 

- 

- 

- 

Diabetes. 

1 

- 

1 

Vascular  Lesions  of  Nervous  System. 

10 

8 

18 

Coronary  Disease,  Angina . 

10 

4 

14 

Hypertension  with  Heart  Disease. 

- 

2 

2 

Other  Heart  Disease. 

4 

4 

8 

Other  Circulatory  Disease. 

2 

4 

6 

Influenza » 

- 

- 

- 

Pneumonia . 

5 

1 

6 

Bronchitis o 

5 

- 

5 

Other  Diseases  of  Respiratory  System. 

l 

- 

1 

Ulcer  of  Stomach  & Duodenum. 

- 

- 

- 

Gastritis,  Enteritis  & Diarrhoea. 

- 

- 

- 

Nephritis  & Nephrosis* 

- 

- 

- 

Eyperplasis  of  Prostate. 

- 

- 

- 

Pregnancy,  Childbirth,  Abortion. 

- 

- 

- 

C ongeiri  t al  Mai  format  ions. 

- 

- 

- 

Other  defined  & ill-defined  Diseases. 

4 

- 

4 

Motor  Vehicle  Accidents. 

- 

- 

- 

All  other  Accidents. 

3 

- 

3 

Suicide. 

- 

- 

- 

Homicide  & Operations  of  War. 

All  Causes  ........ 

49. 

32. 

81. 
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SECTION  B. 

GENERAL  PROVISIONS  OF  HEALTH  SERVICES  IN  THE  AREA. 

STAFF. 

Medical  Officer  of  Healths-  Dr.  A.  Cathcart ,M.B. , Ch.B. , D.P.H. , D.T.M.  and  Hy. 

Puhlic  Health  Inspectors-  Mr.  C.  Stoddard,  M.A.P.H.I. 

Qualificationss- 

(a)  Sanitary  Inspectors  Certificate  of  the  S.I.E.J.B. 

(h)  Royal  Sanitary  Institute  Certificate  for  Inspection 
of  Meat  and  other  Foods. 

Pupil  Puhlic  Health  Inspectors-  Mr.  K.W.  Hill. 

Clerks-  Miss.  J.  Roberts. 

During  the  year  the  Pupil  Public  Health  Inspector  passed  the  Intermediate 
Examination  of  the  Public  Health  Inspector’ s Education  Board. 

The  Medical  Officer  of  Health  is  also  Medical  Officer  of  Health  for 
Buckley  U.D.C.,  Hawarden  R.D.C.,  and  Overton  R.D.C.,  and  Assistant  County  Medical 
Officer  of  Health. 

The  Public  Health  Inspector  is  full  time  and  is  responsible  for  the 
supervision  of  refuse  collection  and  salvage,  work  under  Public  Health  Acts, 

Housing  Acts,  Food  and  Drugs  Act,  1955?  Prevention  of  Damage  by  Pests  Act, 1949? 

Pet  Animals' Act,  Slaughter  of  Animals  Acts,  Clean  Air  Act,  and  is  responsible 
for  inspections  under  Factories  Act,  1937* 

LABORATORY  FACILITIES. 

1.  Public  Health  Laboratory  Service,  Conway. 

2.  Royal  Infirmary,  Chester. 

3.  Public  Health  Laboratory  Service,  City  Hospital,  Chester. 

4.  Messrs.  Ruddock  and  Sherratt,  Public  Analyst,  Watergate  Street,  Chester. 

NURSING  IN  HOMS . 

The  nursing  of  non-infectious  sick  is  provided  by  the  Flintshire  County 
Council  under  the  National  Health  Service  Act,  1948.  Home  help  is  provided  in 
the  District. 

CLINICS. 

A Maternity  and  Child  Welfare  Clinic  is  held  weekly  at  the  Drill  Hall, 

Connah’s  Quay,  where  a voluntary  staff  assist  in  the  distribution  of  welfare 
foods. 

HOSPITALS. 

1.  The  Liverpool  Hospital  Regional  Board  (which  includes  Chester). 

2.  Clwyd  and  Deeside  Management  Committee. 

M^ILS  ON  WHEELS. 

A meals  on  wheels  service  supplies  hot  meals  to  elderly  people  twice 
a week. 
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SECTION  C. 


SANITARY  CIRCUMSTANCES  IN 
THE  AREA. 


WATER . 

The  following  report  on  the  water  supply  in  the  area  has  been 
supplied  by  Messrs.  Ward  Ashcroft  and  Parkman  - Water  Engineers 


to  the  Council. 


The  supply  of  water  to  the  Urban  District  of  Connah’s  Quay  is  derived 
from  two  sources s- 

(a)  Bulk  supplied  purchased  from  the  Birkenhead 
Corporation  Water  Department. 

(b)  Water  from  gathering  grounds  within  the 
^rban  District. 

For  the  year  ended  31st  December,  1962  the  amount  of  water  purchased 
from  Birkenhead  Corporation  was  87,104,000  gallons,  whilst  47* 388,000 
gallons  went  into  supply  from  the  local  gathering  grounds,  making  a total 
of  134)492,000  gallons  supplied  to  the  Urban  District. 

Owing  to  impending  costs  of  plant  replacement,  coupled  with 
increasing  demands  for  land  for  development  in  the  vicinity,  the  Council 
has  resolved  to  discontinue  the  use  of  the  gathering  grounds  and  the 
Waterworks  as  soon  as  agreement  can  be  reached  with  Birkenhead  Corporation 
to  provide  the  whole  of  the  supply. 


SOURCES  OF  SUPPLY. 

The  water  from  Birkenhead  Corporation,  as  supplied  to  the  Urban 
District,  is  derived  from  an  upland  gathering  ground  on  the  Denbigh  moors 
near  Cerrigydrudion,  and  is  impounded  in  Lake  Alwen,  on  leaving  the  lake 
the  water  is  treated  with  alum  and  passed  through  pressure  filters.  After 
filtration,  lime  is  injected  to  boost  the  P.H.  It  is  then  chlorinated  and 
de-chlorinated,  and  on  arrival  in  Connah's  Quay,  there  is  just  a trace  element 
of  chloramines  present.  The  water  is  soft  and  without  taste  or  smell,  and 
bacteriological  reports  on  samples  taken  from  the  District  are  satisfactory. 

The  Birkenhead  Alwen  supply  is  interconnected  with  the  Birkenhead 
Dee  supply  at  Pen  Gwladys,  Connah's  Quay,  and  when  necessary  it  is  possible 
to  supply  the  whole  of  the  Urban  District  with  the  treated  Dee  water. 
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The  local  gathering  ground  is  situated  hy  Broad  Oak  and 
is  comprised  of  11  acres  of  freshly  planted  woodland.  The  water 
is  collected  from  this  land  and  adjoining  fields  "by  a system  of 
under  drains  which  discharge  into  a small  collecting  tank  at  the 
roar  of  a chemical  house.  As  the  water  passes  under  the  chemical 
house,  it  is  treated  with  Alumina  Ferric  and  Sodium  Aluminate.  The 
dosage  is  altered  according  to  the  weather  conditions.  The  water 
then  passes  through  4 small  screening  tanks  into  a settling  tank  of 
100,000  gallons  capacity,  from  there  into  a second  settling  tank 
of  250,000  gallons  capacity.  The  water  is  lifted  out  of  the  250,000 
gallon  tank  hy  a 2"  centrifugal  pump  and  sent  through  two  pressure 
filters  and  a base  exchange  softoning  plant  to  a 100,000  gallon 
freshwater  tank,  from  which  it  gravitates  to  the  town.  Before  reaching 
this  freshwater  tank,  the  water  is  treated  with  chlorine  the  dosage 
being  in  accordance  with  the  demand  made  by  the  micro  - organisms  in 
the  water.  Bacteriological  samples  of  the  raw  water  show  a high  rate 
of  pollution,  which  is  due  to  husbandry  of  adjoining  fields.  To 
maintain  the  bacteriological  purity  of  the  water  delivered  to  the 
District,  the  chlorine  dosage  is  regulated  to  maintain  at  least 
.2  p.p.m.  chlorine  in  the  freshwater  tank,  and  daily  checks  are  made 
in  different  parts  of  the  District  to  ensure  that  even  at  the 
extremities  of  the  distribution  system  there  is  always  a trace  of  .. 
chlorine. 

Bacteriological  samples  taken  in  the  District  are  satisfactory. 
The  water  is  soft,  and  clear,  with  a slightly  chlorinous  taste  and 
smell.  The  P.H.  is  constant,  viz.  7»3» 

A total  of  38  samples  of  water  were  sent  to  the  Public  Health 
Laboratory  during  the  year  and  the  reports  on  the  treated 
water  were  satisfactory. 
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THE  FOLLOWING  ABE  COPISS  OF  4 CHEMICAL  ANALYSIS 


Sampl e 1 . 
Sample  2. 
Sample  3* 
Sample  4* 


Tap  softening  plant,  Waterworks  22.5.62,, 
House  tap,  High  St.  Connah's  Quay  22.5.62. 
Tank  - untreated  water.  Waterworks  22.5.62. 
Waterworks , Gonnah  ’ s Quay  9-.  1 * 63  • 

Analysis g- 


* . * • » 

•Sample  1. 

Sample  2. 

Sample  .3.. 

Sample  4. 

Appearance , 

Clear  & 
Colourless 

Clear  & 
Colourless 

Colourless 
Slight  Deposit 

Clear  & 
Colourless 

Odour. 

Nil 

Nil 

Nil 

Nil 

Reaction  pH. 

7.25 

7.55 

6.85 

7.45 

- Parts  Per  Million  - 

Total  Solids. 

470 

252 

470 

555 

Nitrogen  as  free..& 
Saline  Ammonia. 

O'.  01 

b.oi 

O.O45 

0.015 

Nitrogen  as  Albuminoid 
Ammonia. 

0.045 

0.065 

0.015 

0.055 

Nitrogen  as  Nitrites. 

Nil 

Nil 

Nil 

heavy  trace 

Nitrogen  as  Nitrates. 

1.0 

4.0- 

2.5 

3.0 

Chlorides  as  Cl. 

30 

27 

27 

44 

Oxygen  absorbed  from 
Permanganate  in  4 hours 
at  27  C. 

1.6 

1.3 

2.0 

2.5 

Total  Hardness. 

20 

90 

373 

30 

Temporary  Hardness* 

20 

90 

298 

30 

Pemanent  Hardness. 

0 

0 

75 

0 

Alkalinity. 

272 

162 

298 

276 

Rree  Chlorine* 

Nil 

0.03 

Nil 

Nil 

Potassium  as  K. 

0.7 

2.3 

2.2 

1.3 

Anionic  synthetic 
detergents. 

Nil 

Nil 

Nil 

Nil 

Manganese  as  Mn. 

Nil 

Nil 

Nil 

Nil 

Cyanides  & Thiocyanates. 

Nil 

Nil 

Nil 

Nil 

Poisonous  Metals. 

Nil 

Nil 

Nil 

Nil 

Sodium  Carbonate* 

267 

76 

less  than 
0.1 
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Opinions. 


Sample  1 .............. . The  water  contains  some  organic  contamination 

hut  if  the  bacteriological  condition  is  satisfactory 
it  is  suitable  for  drinking  purposes.  Attention,  is 
however,  drawn  to  the  relatively  high  concentratio' 
of  sodium  carbonate  (existing  in  the  water  as 
sodium  bicarbonate)  ,x?hich  is  the  result  of  softening. 

Sample  2 * The  water  contains  some  organic  contamination,  but 

if  the  bacteriological  condition  is  satisfactory  • 
the  water  is  suitable  for  domestic  use.  The  sample 
contains  76  parts  per  million  of  sodium  carbonate.  . 

Sample  3........ This  water  shows  rather  more  evidence  that  appears 

in  samples  Numbers  1 and  2 of  organic 'contamination, 
and  will  require  chlorination  before  being  used, 
for  domestic  purposes. 

Sample  4 ° ° ° • This  sample  contains  a relatively  high  concentration 

of  sodium  bicarbonate,  and  the  water  may  cause  some 
corrosion  if  it  is  boiled  in  aluminium  pans.  In 
other  respects  its  condition  is  satisfactory.  The 
concentration  of  fluorine  is  negligible. 

There  are  only  2 dwellings  (bath  farms)  in  the  Urban  Area  without 
a public  water  supply  and  both  these  could  be  supplied  from  the 
existing  mains  on  request.  The  remainder  of  the  population  of  8,630 
housed  in  some  5j500  dwelling,  all  have  water  within  the  curtilage  of 
the  premises  and  according  to  rate  returns  78$  of  these  dwellings  have 
a fixed  bath. 
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(1)  DRAINAGE  AND  SEWERAGE. 

The  sewage  is  turned  untreated  from  various  outfalls  into  the  River 
Dee.  Dork  commenced  on  a new  sewerage  & disposal  system  during  the  year 
which  oil' completion  will  sewer  the  whole  district  except  a" small  rural 
■portion.  Discussions  on  the  provision  of  a sewer  system  in  that  area 
have  heen  opened. 

(2)  RIVERS  AND  STREAMS. 

The  outlets  of  two  streams  into  the  River  are  contiguous  with  the 
outlets  of  the  sewerage  and  at  a high  tide  this  causes  hack  flooding  of  the 
streams  with  a consequent  deposit. 

in  PUBLIC  CLOSING. 

Public  cleansing  is  carried  out  satisfactorily. 

(4)  RFFUSE  COLLDCTIOF  & DISPOSAL. 

A weekly  collection  of  household  refuse  was  maintained  during  the  year. 
The  refuse  is  disposed  of  by  controlled  tipoing  on  a centrally  situated  site. 
This  tip  is  levelled  daily  by  using  a Ferguson  Tractor  fitted  with  an  earth- 
mover  blade,  and  covering  material  is  obtained  from  a sandpit  owned  by  the 
Council.  Insecticides  arc  used  to  control  insects,  and  rodent  operator  carries 
out  regular  control  measures  against  rats. 


(5)  SMOKE  ABATEMENT. 

The  Council  have  agreed  to  take  steps  to  extend  the  Dxi sting  9noke 
Control  Area,  subject  to  the  availability  of  an  adequate  supply  of  Smokeless 
Fuel. 

(6)  SrH-P!ING  BATH  & POOLS. 

The  Swimming  Pool  provided  by  the  Council  has  been  expensively  used 
during  the  year. 

The  pool  is  110  ft. long  by  42  ft. wide  with  the  depth  varying  from 

3 ft.  to  a diving  pool  which  is  11'  6"  deep. 

The  pool  has  a capacity  of  188,000  gallons  of  water  which  is 

re-circulated  through  graded  sand  filters  and  sterilisation  plant  every 

four  hours. 

Samples  of  water  were  taken  regularly  for  chemical  analysis  and 
bacteriological  examination,  and  were  reported  to  be  satisfactory. 

(7)  ATMOSPHERIC  POLLUTION . 

At  the  end  of  1959  two  stations  were  equipped  for  the  measurement 
of  atmospheric  pollution  at  Bryn  Deva  School  and  Wepre  Hall  Gardens. 

The  monthly  readings  during  1962  compared  with  those  for  1961  were 
as  follows. 
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(a)  Measurement 

of  Sulphur  Dioxide  with  Lead 

Peroxide  Apparatus. 

Bryn  Deva 

School . 

Wepre  Hall 

Gardens. 

• 

1961. 

1962. 

m- 

1962 

J anuary 

2.05 

1.23 

O.64 

0.39 

February 

1.28 

1.28 

0.39 

0.59 

March 

0,91 

1.37 

' ■ 0.38 

0.66 

April 

1.12 

1.15 

0.41 

0.58 

May 

1.Q3 

0.55 

0.38 

0.25 

June 

0.43 

O.46 

•0.19  .... 

0.20 

July 

0.37 

O.69 

0.17 

0.28 

August 

0.37 

0.26 

0.15 

0.28 

September 

O.41 

0.45 

- 

0.22 

October 

I.04 

0.91 

0.36 

0.33 

November 

2.04 

1.29 

"7  ' 0.1-6  - 

0.32 

December 

1.92 

2.25 

1.00 

1.01 

Average  Monthly 
Reading. 

1.08 

0.99 

0.37 

0.43 
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(b)  Measurement  of  deposited  matter  at  Bryn  Deva  School . 


Deposited  Matter 

t 

Tons 

Per  Square 

Mile. 

Month 

Rainfall 

Total 

in  ins. 
1961  1962 

Ph  V 
1961 

?„1  tic  • 

1962 

Soluble . 
1961  1962 

Insoluble. 
1961  1962 

Ash 

1961 

1962 

Solids. 
1961  1962 

January 

3.59 

2.13 

4.8 

5.5 

5*63 

5.50 

2.25 

3.21 

1.85 

1.79 

7.88 

8.71 

February 

2.44 

1.02 

5.0 

4.9 

4*40 

2.29 

4.14 

0.79 

2.32 

0.50 

8.54 

3.08 

larch 

0.99 

0.95 

5.2 

4*5 

4.40 

4*27 

19.02 

2.35 

2.82 

1.49 

23.42 

6.6  2 

April 

2.40 

2.13 

4.8 

5*4 

3.11 

2.22 

2.16 

4.47 

0.93 

3.48 

5.27 

6.69 

May 

0.63 

2.25 

4-9 

5.8 

3.35 

6.72 

1.82 

4.37 

1.2  6. 

3.51 

5.17 

11.09 

June 

0.32 

1.10 

7*0 

6.0 

1.72 

3.41 

1.76 

1-.42 

O.46 

1.19 

3.48 

4*83 

July 

*.63 

1.14 

5.6 

5*8 

1.39 

1.79  ' 

1.39 

3.97 

0.73 

2.25 

2.T8 

5.76 

August 

2.40 

2.64 

5.4 

5.6-. 

2.78 

14*26 

0.90 

12.93 

0.17 

1.92 

3.68 

27.19 

September 

2.21 

3.19 

5.0 

5-9  | 

I.72 

4*97 

2.52 

3.48 

1.39 

2.12 

4.24 

8.45 

October 

1.77 

0.99 

5.2 

6.0 

1.62 

1.52 

2.62 

2.38 

• 1.06 

0.99 

2.27 

3.90 

November 

' ■ 

1.38 

- 

6.0 

- 

1.42 

- 

2.02 

- 

0.-70 

- 

3.44 

December 

2.05 

1.93 

4.1 

5*1 

5*30 

11.19 

1.32 

2.05 

0.66 

1.36 

6.62 

13.24 

Average 

Monthly 

Deposit. 

1.77 

_ 

1.74 

5.2 

5*5 

l 

3.22 

4*96 

3.63 

3.62 

1.24 

1.78 

6.67 

8.58 
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DEPOSIT  GAUGE  AT  BRYN  DEV  A SCHOOL  s MONTHLY  DEPOSIT  IS  TOES  PER  SQUARE  MILE. 


JAMJARY  1962  - DECEMBER  196?. 


Scale  3/16  " - I ton. 


Inches  of  rain 
Ash 

Total  Solids 


Scale  - 1 month 


28 

27 

26 

25 

24 

23 

22 

21 

20 

19 

18 

17 

16 

15 

14 

13 

12 

11 

10 

9 

8 

7 

6 

5 

4 

3 

2 

1 

0 
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GRAPH  TO  SHOW  Mgs.  OF  SO  3 PER  DAY  COLLECTED  3Y  100  SQ.  CMS.  OF  BATCH  1 A*  Ph02 
COLLECTED  DURING  THE  PERIOD;  JANUARY  1962  - DECEMBER  1962. 

Scale  x"  ~ « 5M1  gs. 


APPARATUS  - Bryn  Deva  School 

APPARATUS  - Wepre  Hall  Gardens 

Scale  month. 
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SECTION  D 


Prevalence  of  and  control  over  infectious  and  other  diseases  generally. 


Premises  where  infections  occurred  were  disinfected  when  necessary. 
Bedding  .from  deceased  cases  of  pulmonary  tuberculosis  was  destroyed, 
payments  being  made  to  the  owners. 


Notifications  during  1962. 

Measles  .............  59 

Scarlet  Fever........  3 

Pneumonia. ...........  20 

Meningitis. ..........  1 

Tuberculosis  (New  cases  notified.)  - ••  . 

Pulmonary 2 

Non  - Pulmonary. . . . . . 1- 

SECTION  E. 

FOOD  SUPERVISION. 

(l)  NUMBER  OF  FOOD  PREMISES  IN  THE  AREA. 

Butchers. 9 

Licensed  Premises 10 

Cafes,  Restaurants  etc......... 5 

Canteens  & School  Kitchens, ..................  6 

Fish  Friers. 5 

Fi shmonger s 0 

Greengrocers  & Fishmongers....... 2 

Greengrocers. 10 

Grocers 25 

Bakehouses 2 

General 12 

Manufacture  of  Cooked  Meats  & Sausages 4 

Wholesale  Meat  Supply... 1 
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(2)  NUMBER  OP  PREMISES  REGISTERED  UNDER  SEC.  16 
OF  THE  POOD  AND  DRUGS  ACT.  1955. 


1 For  the  manufacture,  storage  and  sale  of 

ice  cream  (complete  cold  mix) . - 

2. ....For  the  storage  and  sale  of  ice  cream  21 

3«....For  the  manufacture  of  cooked  meats  and 

sausages.  4 


(3)  NUMBER  OF  INSPECTIONS  OF  REGISTERED  FOOD  PREMISES. 

Ice  cream  premises  57 

2 Manufacture  of  cooked  meats  and  sausages  74 


(4)  EDUCATIONAL  ACTIVITIES. 

Publicity  material  was  distributed  to  various  food  premises 
and  schools. 


(5)  METHOD  OF  DISPOSAL  OF  CONDEMNED  FOOD. 

(a)  Tinned  goods  etc.,  are  buried  in  the  Council’s  refuse  tip 

after  all  containers  have  been  opened. 

(b)  Meat  and  offal  condemned  at  the  Slaughterhouses  in  the 
District  is  dyed  and  the  owners  are  permitted  to  dispose  of  it 
to  an  animal  by-product  firm  in  the  neighbouring  District,  and 
to  a Mink  Farm. 

(6)  SPECIAL  EXAMINATIONS . 

No  special  examinations  were  made  of  any  stock  or  consignment 
of  food. 


(7)  ICE  CREAM  HEAT  TREATMENT  REGULATIONS. 

Samples  were  taken  from  retailers  registered  for  the  storage 
and  sale  of  ice  cream,  and  were  reported  on  as  follows. 
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Ico  Cream  Samples. 


Grade  1 


11 


Grade  2 


6 


Grade  3 


2 


i£ 


Ice  Lollie  Samples. 


3 


All  registered  retailers  sell  pre-packed  ico  cream.  A number 
of  retailers  from  outside  the  Area  visit  the  District  in  the  evenings 
and  at  week-ends  selling  loose  ice  cream.  Inspections  of  these 
vehicles  were  made  from  tine  to  time.  During  the  Summer  vehicles 
fitted  for  the  manufacture  and  sale  of  soft  ice  cream  appeared  in 
the  District.  The  standard  of  hygiene  in  those  vehicles  was  satisfactory. 

(8)  MOOD  HYGIENE  REGULATIONS. 

There  was  a continuation  in  the  improvements  in  food,  handling 
during  the  year,  particularly  in  the  refitting  of  premises,  hut  there 
have  still  boon  difficulties  in  ensuring  that  persons  employed  in  .the 
shops  make  the  fullest  use  of  the  facilities  provided.  Because  of  other 
duties  the  Public  Health  Inspector  has  not  been  able  to  make  as 
frequent  visits  as  he  wished.  The  use  of  mobile  shops  in  the  newly 
developed  areas  still  continues. 

(9)  MEAT  INSPECTION. 

There  are  two  licensed  Slaughterhouses  in  the  District,  of  which 
one  is  a small  Slaughterhouse  handling  the  requirements  of  the  Occupier, 
while  the  other  Slaughterhouse  is  operated  by  a 111  ole  sale  Supply  Company 
which  supplies  moat  in  the  Deoside  Area  and  part  of  Cheshire. 

Most  of  the  slaughtering  is  carried  out  in  the  late  afternoon  and 
evenings  on  Mondays,  Tuesdays,  and  Wednesdays  -and  Sunday  mornings  and 
afternoons.  To  carry  out  an  efficient  inspection  of  this  meat  it  has 
been  necessary  for  the  inspection  to  be  made  outside  normal  hours,  and 
311  hours  overtime  were  worked  during  the  year. 
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CARCASES  AND  OFFAL  INSPECTED  AND 

CONDEMNED 

IN  WHOLE  OR 

IN  PART 

oat  1 1 e 
Excluding 
Cows. 

Cows.  Calves. 

Sheep 
and 
Lambs . 

Pigs. 

Horses 

Number  Killed 

- 1,062 

79 

12 

10,423 

1,-876 

Nil 

Number  Inspected 

1,062 

79 

12 

10,423 

1,876 

Nil 

ALL  DISEASES  EXCEPT  TUBERCULOSIS  /AID 

CYSTICERCI 

• 

Whole  carcase  condemned. 

Nil 

: Nil 

Nil 

3 

Nil 

Nil 

Carcase  of  which  some  part 
or  organ  was  condemned. 

111 

8 

Nil 

139 

16 

Nil 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuber- 
culosis and  cys.ticerci. 

10.5 

10.1 

Nil 

1.4 

0.9 

Nil 

TUBERCULOSIS  ONLY. 

Whole  carcases  condemned. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcase  of  which  some  part 
or  organ  was  condemned. 

Nil 

Nil 

Nil 

Nil 

35 

Nil 

Percentage  of  the  number 
inspected  affected  with 
tuberculosis. 

Nil 

Nil 

Nil 

Nil 

1.9 

Nil 

CYSTICERCOSIS. 

Carcase  of  which  some  part 
or  organ  was  condemned. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcase  submitted  to  treat- 
ment by  refrigeration. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Generalised  and  totally 
condemned. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

OTHER  FOOD  STUFFS  CONDEMNED, 

i 

Items  of  food  weighing 

97  lhe.  7 

ozs. 

SHELL FT SH(MOLLU SCAR) . 

There  are  no  shellfish  beds  in  the  area. 
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APPENDIX. 


ANNUAL  REPORT  OF  THE  MEDICAL  OFPTCER  OP  HEALTH 


IN  RESPECT 

OP  THE 

YEAR 

1962 

FOR 

THE 

URBAN 

DISTRICT  OP 

CONNAH'S 

QUAY 

IN 

THE 

COUNTY 

OF 

FLINTSHIRE. 


Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1937* 


PART  1 OF  THE  ACT.*" 


1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Inspector). 


Number  ofs- 

PREMISES 

NUMBER  ON 
REGISTER. 

INSPECTIONS. 

MITTEN 
■ NOTICES. 

j OCCUPIERS 
PROSECUTED. 

(1) 

(2) 

(3) 

(4) 

! (5) 

(l)  Factories  in  which 

sections  1,2,3»4>  an6  6, 

are  to  be  enforced  by 
Local  Authorities. 

2 

3 

Nil 

Nil 

(2)  Factories  not  included 
in  (l)  in  which  section  7 
is  enforced  by  the  Local 
Authority. 

22 

36 

Nil 

Nil 

(3)  Other  premises  in  which 
section  7 is  enforced  by  the 
Local  Authority  (excluding 
out-workers  premi se  s . ) 

19 

69 

Nil 

Nil 

TOTAL. 

43 

CO 

0 

1 — 1 

Nil 

Nil 
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(2)  CASES  IN  MICHMEFECTS"  WERE  POUND  ( IF  THE  DEFECTS  ARE 
DISCOVERED  AT  THE  PREMISES  ON  TWO,  THREE  OR  MORE  SEPARATE  OCCASIONS 
THEY  SHOULD  BE  RECKONED  AS  TWO,  THREE  OR  MORE  'CASES  . 


PARTICULARS 

(1) 

HO.  OP  CASES  I N WHICH  DEFECTS  WERE  POUND 

NO.  OP  CASES 
IN  MICH  PROSEC- 
UTIONS WERE 
INSTITUTED. 

(6) 

POUND 

(2) 

i 

REMEDIED 

(3) 

REFERRED . 

TO  H.M. 
INSPECTOR. 
(4) 

BY  H.M. 
INSPECTOR. 

(5) 

Want  of  cleanliness 

(3.1.) 

Overcrowding  S.  2 . ) 

Unreasonable  Temper- 
ature (S.3.) 

Inadequate  ventilation 
( S . 4 . ) 

Inneffective  drainage 
of  floors  (S,6.) . 

Sanitary  conveniences 
( S • 7 • ) » — 

(a, Insufficient . 
(h)Unsuitahle  or 
defective. 

(c)Not  separate  for 
sexes. 

Other  offences  against 
the  Act  (not  including 
offences  relating  to 
out-work) . 

/ 

N 

* 

1L 

/ 

T 0 T A Ls- 

■ ■ ■ ■ — ■ ■ - ■ ■■ 

i 

1 

PART  Vlll  OP  THE  ACT 
~ OUTWORK. 
(Sections  110  & 111) 


There  are  no  out-workers  registered  in  this  District. 
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